From: 

Sent: Friday, September 05, 2014 8:43 PM 
To: Shelby-Co-Correctional-AII 
Subject: shredding medical information 

It is very disappointing that sick call slips were found in the shredder. This violates inmates" 
ability to access healthcare and it also displays deliberate indifference by the responsible 
party. This behavior will not be tolerated and any one found or suspected of placing medical 
request forms in shredder will be dealt with harshly 



Director of Nursing 

Shelby County Correctional Center 

1045 Mullins Station Rd 38134 





